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alies of the lens, by J. G. Bellows 

Morris, C. W. (BN) Contact lens technique, 
by L. L. Beacher wu 

Morris, C. W. (BN) Light, vision and see- 
ing, by M. Luckiesh 

Morris, C. W. Optometry and socialized 
medicine. (E) 

Morris, C. W. (BN) Technique of fitting 
contact lenses, by A. L. Anderson 

Morris, C. W. The patient-doctor relation- 
ship under socialized medicine. (E) 

Morris, C. W. Transition from corneal to 
ciliary astigmatism. (Ab) 

Morris, C. W. Trifocals. (E) * 

Motor car driver selection data. E. Allgaier. 
(OP) 

Motor car driver testing devices. R. H. Ehren- 
berg. (PI) 

Murray, E. Evolution of color vision tests. 


(OP) 97, 


Myopia and statistics. T. G. Atkinson. (Ab) 


N 


National survey progresses. (A) 

Navy, (U. S.) Commissioned optometrists 
on active duty in. R. F. Coops. (OP) 

Near point cards. R. Ehrenberg. (PI) 

Neill, J. C. Optometrists’ contribution to a 
program of industrial eye safety and care. 
(SR) 

Nervous control of accommodation. M. W. 
Morgan. (OP) 

Neurosyphilis. I. Levy. (Ab) . 

Nichols, A. S. Manual for the pointer meth- 
od of visual training as used with the 
Keystone Visual-Skills-Training series. 
(BN) 

Nichols, 

Night vision, 
berg. (PI) . 

Noyes, H. G. A drugless tonometer. (Ab) 

Nurse (male) and the optometrist, discrim- 
ination against. Carel C. Koch. (E) 


O 


Oaks, L. W. Changes in ocular refraction 
from systemic causes. (Ab) 

Ocular refraction, changes in from systemic 
causes. L. W. Oaks. (Ab) 

Ocular rehabilitation by optometric methods. 
E. B. Alexander. (Ab) 


A. S. Pointer method. (Ab) 
a new test for. R. H. Ehren- 


375 
85 
183 
477 
301 
87 


40 
40 
85 


Ohm, J. H., and Jenson, J. P. Visual train- 
ing report. (Ab) 83 (Ab). 

Olmsted, Morgan and Watrous, a review of 
the work on the sympathetic innervation 
of the ciliary muscle. A. Suisse. (OP) . . 

Cphthalmic lenses and the Rx shop. H. J. 
Stead. (BN) 

Cphrhalmic surgery, the principles and prac- 
tices of. E. B. Spaeth. (BN) 

C phthalmologist and the partially ‘seeing 
child. W. Hathaway. (Ab) 

Cphthalmology, industrial. H. S. Kuhn. 
(BN) 

Ophthalmology, 
Cadan. (Ab) 

Cprical Society of America. Colorimetry Re- 
port. (OP) 317, (OP) 364, (OP) 

Optical Specialties Corporation seeks ideas 
and offers war bond prizes. (A) .. 

Cptometric army corps, delay indicated in 
legislation for. (E) 

Cptometric colleges, U. S. Veterans Admin- 
istration to utilize. (A) 

Cptoimetric Legion, American. (A) . 

Optometric practice. improvement indicated 
in the general tone of. Carel C. Koch. (E) 

Op’ometric public relations. R. L. Haney. 
(SR) 

Optometric Rx, a study of the. M. A. En- 
dore. (Ab) 

Optometric status in a war period and a look 
to the future. P. N. Richmond. (SR). . 

Cptometric thanks with humility. Carel C. 
Koch. (E) 

Optometric visual analysis and correction. 
M. T. Eberl. (Ab) 

Cptometric vocational guidance. (A) . ay 

Optometrist, a potential inflation victim. 
Carel C. Koch. (E) 

Optometrist and the male nurse, discrimina- 
tion against. Carel C. Koch. (E) . 

Optometrist, responsibilities of a young. 
A. P. Wheelock (T) 

Optometrists, action started to commission. 
A. V. Flatten. (SR) 

Optometrists and industry. W. W. Whiffing. 
(Ab) Keke es hn 

Optometrists, bill introduced to commis- 
sion. Carel C. Koch. (T) 

Optometrists commissioned on active duty 
in the U. S. Navy. R. F. Coops. (OP) 

Optometrists have a stake in the assault on 
price control. Carel C. Koch. (E) 

Optometrists, national A.O.A. survey of. 


physical therapy in. H. 


Optometrists’ part in a campaign for the 
early recognition of glaucoma. Carel C. 

_ Koch. (E) 

Optometrists, U. S. Army, commissions for. 
Carel C. Koch. (E) 

Optometry and a program of rehabilitation. 
(A) . 

Optometry and socialized medicine. C. W. 
Morris. (E) 

Optometry and’ the armed services. (A) 

Optometry and the armed services. P. Schol- 
ler: (C) 

Optometry as a profession. 


(Ab) 297, (AB) 


A. oe rso. 


518 
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Optometry, professional practices as related 
to. D. R. Paine. (OP) 

Optometry, resolutions affecting the future 
of. Carel C. Koch. (E) 

Optometry, worth while also to. C. Sheard. 
(Ab) . 

Optometry’s future. C. Sheard. (Ab) . 

Orthoptics, progress in. Carel C. Koch. (E) 


P 


Paine, D. R. Professional practices as related 
to optometry. (OP) 

Parsons, J. H. Diseases of the eye. (BN) 

Pascal, J. I. Amblyopia and visual training. 
(Ab) . 

Pascal, J. I. Correcting lens in monocular 
aphakia. (Ab) 

Pascal, J. I. Revising visual acuity theory. 
(Ab) . 

Patient-doctor relationship under socialized 
medicine. C. W. Morris. (E) 

Pennsylvania State College offers summer 
course in vision. (A) 

Pennsylvania State College 
course. (A) 

Personality and be havior disorders. 
Hunt. (BN) 

Physical chemistry. E. S. West. (BN) 

Physical therapy 
Cadan. (Ab) ; 

Pointer method. A. S. Nichols. (Ab) 

Poos, E. E. Newer concepts of eye strain. 
(| ae 

Practice, improved methods of. J. Fred An- 
dreae. (T) 

Prentice, C. E. Presented scroll by American 
Optometric Association. (A) 

Prescribing, notes on. C. H. Sadler. (Ab) 

Price control, optometrists have a stake on 
the assault on. Carel C. Koch. (E) 

Prisms on stereo-acuity, the effects of base- 
in and base-out, on. G. A. Fry and P. R. 
Kent. (OP) 

Profession, criteria of a. 
(BE). 

Profession, 
(Ab) 

Professional practices as : related to opt om- 
etry. D. R.*Paine. (OP) 

Professional service to survive. C. A. Kauff- 
man. (Ab) 

Protection, eye. and safety in ship building. 
. McCaffery. (Ab) 

Protection glasses for fliers, special corrective. 
(A) Aa ths hed 

Psychological factors in visual tests 
correctives. T. G. Atkinson. (Ab) 

Psychophysics of color from the Colorimetry 
Report of the Optical Society of America. 
L. A. Jones. (OP) 

Psychotherapy in medical practice. M. Le- 
vine. (BN) 

Ptosis, a case of bilateral. R. Luskin. (Ab) 

Public health administration in the United 
States. W. G. Smille. (BN) 

Public health services and distribution of 
medical care. K. Roberts. (OP) 

Public relations, a suggestion relating to op- 


tometric. R. L. Haney. (SR) 


visual skills 


J. M. 


in ophthalmology. H. 


A. P. Wheelock. 


optometry as a. A. a 


and 


43 
424 
298 


432 
425 


R 


Reader needs. E. Betts. (Ab)......... 82 

Reading and visual skills, parallel develop- 
ment in. V. Ilg and L. F. Davis. (Ab) 84 

Reading disabilities and reading instruction, 
seminar on. (A) 430 

Reading glasses for subnormal eyes. K & 
Williams. (Ab) ay 84 

Reading, illumination intensities preferred 
with direct lighting. M. A. Tinker. (OP) 213 

Reading readiness, Betts monographs on. 
(A) QE ISS 

Reasonable care and skill. T. G. Atkinson. 
(Ab) 

Red Cross. Comment on the service for eye- 
glass section in Switzerland. (SR) 

Red-Green discrimination, a single judgment 
test for. L. H. Hardy. (OP) 

Reflection, the effect on industrial produc- 
tion. J. H. Hammond. (Ab) 

Refraction, biometric. H. B. Marton. (OP) 

Refraction, changes in ocular, from sys- 
temic causes. L. W. Oaks. (Ab). 

Refractions, a standard needed for U. S. 
army. (OP) 

Refractions for army military personnel. 


(SR) 

Refractionist, industrial, R. M. Hall. (Ab) 

Rehabilitation, ocular. E. B. Alexander. 
(Ab) 

Rehabilitation, optometry and a program ‘of. 
(A) 

Rehabilitation, veterans educational program. 
(A) 
Rehabilitation, 
Denny. (Ab) 

Retina, the embryological development ‘of. 
A. N. Boscow. (Ab) . 

Riboflavin. M. Heinman. (Ab) 
Richmond, P. N. Optometric status in a war 
period and a look to the future. (SR) 
Ridgeway, E. H. Vision in defense indus- 

try. (Ab) 

Roberts, K. Distribution of medical care 
and adequate public health services. (OP) 


S 


Sadler, C. H. Notes on prescribing. (Ab) 

Safety, visual, excerpts from a report on. A. 
V. Flatten. (SR) 

Scholler, P. Optometry 
services. (C) 

Sheard, C. Optometry’s future. (Ab) 

Sheard, C. Worth while also to optometry. 
(Ab) 

Shepard, C. F. Visual skills. (Ab) 

Sight saving classes, in Los Angeles. W. M. 
Gardner. (Ab) 

Sight, victory in. A. A. Brainerd. (Ab) 

Simmerman, H. Color field interpretation. 
(Ab) bod 

Smille, W. G. Public health administration 
in the United States. (BN) 

Socialized medicine and optometry. C. W. 
Morris. (E) 
Socialized medicine, 
lationship under. C. W. Morris. 


in the schools. BG 


visual, 


and the armed 


the patient-doctor re- 


(E) 
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Soft-Lite distribution practices, U. S. Su- 
preme Court rules on. (A) 

Southern California Chapter of American 
Academy of Optometry. (T). 

Southern College of Optometry. (A) 

Spaeth, E. B. Principles and practice of 
ophthalmic surgery. (BN) 

Spectacle frames, notes on the manufacture 
of, during a war period in the United 
States. J. E. Hansen. (OP) 

Spinal cord, embryological development of. 
A. N. Boscow. (Ab) 

Stead, H. J. Ophthalmic lenses and the Rx 
shop. (BN) .. 

Stereo-acuity, the effects of base-in and base- 
out prisms on. G. A. Fry and P. R. Kent. 
> y ae ; 

Stereograms, new “‘A.N.”’ 
Ehrenberg. (PI) .. 

Students, assignment of. ‘J. M. Miller. (Ab) 

Sub-normal vision. The ophthalmologist 
and the partially seeing child. W. Hath- 
away. (Ab) . 

Suisse, A. Review of the work of Morgan, 
Olmsted and Watrous on the sympathetic 
innervation of the ciliary muscle. (OP) 

Surgery, the principles and practice of 
ophthalmic. E. B. Spaeth. (BN) 

Survey of optometrists, national. (A) . 

Swan, L. A. Lens opacities and ciliary 
growths. (Ab) ace be 

Sympathetic innervation of the ciliary 
muscle, a review of the work of Morgan, 
Olmsted and Watrous on the. A. Suisse. 
(OP) 


training. R. H. 


T 


Technique of fitting contact lenses. 
Anderson. (BN) 

Terminology. B. C. Hersch. (Ab) 
Testing and training color perception. a new 
method of. I. Dvorine. (OP) 
Testing devices, motor car driver. 

Ehrenberg. (PI) 

Theory and practice of analytical refraction 
and orthoptics. I. Dvorine. (BN) 

Thought upon action, notes on the effects 
of. L. H. Kraskin. (OP) 

Tinker, M. A. Illumination intensities pre- 
ferred for reading with direct lighting. 
(OP) 

Toldt, C. Atlas of human anatomy. (BN) 

Tonometer, a drugless. H. G. Noyes. (Ab) 

Training and testing color perception, a new 
method of. I. Dvorine. (OP) 

Trifocals. C. W. Morris. (E) 

Triller. W., and Bannon, R. E. Aniseikonia 
—~a clinical report covering a ten year pe 
riod. (OP) 

Tubesing, R. W. Corrections for aph2 kic 
eyes. (Ab) 


i 


R. H. 


U 


United States army refractions, a standard 
needed. J. D. Locke. (OP) 

United States Navy, commissioned optome- 
trists H-V(S), on active duty in. R. F. 
Coops. (OP) 


254 


71 
250 


344 


236 
86 


United States Supreme Court rules on Soft- 
Lite distribution practices. (A) 

United States Veterans Administration to 
utilize optometrical colleges. (A) 


V 


Validation, what price. E. J. Margaretten. 
(Ab) 
Vascular disease, 
Cohen. (Ab) 
Vertebrate photoreceptors. S. W. Detwiler. 

(BN) 
Veterans rehabilitation educational program. 


the fundus oculi in. M. 


Victory in sight. A. A. Brainerd. (Ab)... 

Vision in defense industry. E. H. tana 
(Ab) 

Visual acuity theory, revising. J. I. Pascal. 
(Ab) . 

Visual analysis. M. T. Eberl. (Ab) . 

Visual rehabilitation in the schools. 
Denny. (Ab) .. 

Visual rehabilitation, results of. J. H. Ohm 
and J. P. H. Jenson. (Ab) 

Visual safety, excerpts from a report on. 
A. V. Flatten. (SR)... 

Visual skills. C. F. Shepard. (Ab) 
Visual skills and reading, parallel develop- 
ment in. V. Ilg and L. F. Davis. (Ab) . 
Visual skills course at Pennsylvania State 
College. (A) 

Visual training and amblyopia. J. I. Pascal. 
(Ab) 

Visual training report. J. H. Ohm and J. P. 
Jenson. (Ab) 

Visually handicapped, opportunities for the 
through job analysis. E. Lester. (Ab) 

Vocational guidance, optometric. (A) 


W 


Wagner-Murray-Dingell Bill, comments on 
the, Carel C. Koch. (E) 

Walker. S., Jr.. and Auten, H. L. First 
aid in industrial injuries to the eye. (Ab) 

Watrous, Morgan and Olmsted, a review of 
the work on the sympathetic innervation 
of the ciliary muscle. A. Suisse. (OP) 

Wax used in testing ground glass surfaces. 
G. L. DuPlessis. (PI) 

West. E. S. Physical chemistry. (BN) 

Wheelock, A. P. Annual meeting of the Iowa 
Aczdemy of Optometry. (T) ; 

Wheelock, A. P. Criteria of a profession. 
(E) . 

Wheelock, A. P. Eastern and Central States 
visited. (T) 

Wheelock, A. P. Responsibilities of a young 
optometrist. (T) 

Whiffing, W. W. Optometrists and Industry. 
(Ab) 

Williams, L. L. Reading glasses for subnor- 
mal eyes. (Ab) 
Woll, Dr. Frederic A.., 

dreae. (T) 


to retire. J. Fred An- 

















